Laffoon, Susan 


From: Carmines, Edward 

Sent: Friday, January 09, 1998 9:21 AM 

To: Ament, Chris; Karo, Page; Laffoon, Susan; Lipps, Robin; Logan, Felecia; Wickham, John; Trainer, 

Doman; Sampson, Jeff 
Cc: Fenner, Bob; Solana, Rick 

Subject: Meeting w/ Dr. Cox on LIMS Proposal 


I met with Dr. Cox yesterday. He was aware of what we were doing and supports the program. I left the RFP with 
him We went through the timeline and proposed budget. His feeling was we have to do this to meet the Quality 
Systems Regulations. He asked if we had worked with Bob Fenner to make sure that the gap analysis would be 
met by this proposal. I told him we had tried but been unable to hook up the consultants. Re also asked if Bob 
Fenner had put money in his budget to address the computer system upgrades. I told him I was unaware of any 
funds set aside for this program. , ,, „ ,, , ..... 

Previously I had told Dick that one of the potential suppliers was the one that Kraft was using. He asked if they 
were still in the running. 1 told him yes and also that a small system had been installed in Europe. From his point 
of view, it would be desirable to have one system around the world for PM. 

Overall, things went very well. 
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Source: https://www.industrydocuments.ucsf.edu/docs/nhcl0001 



